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20.  (Continued)

A technician visually checks a removed major
unit for

a.  unit malfunctions.

b.  physical damages, bent or broken pins, and
damaged connectors.

c.  shorted components.

d.  equipment security.

21. The purpose of tagging unidentified cables
when removing a major unit is to

a.  ensure that they are not damaged.

b.  install new unlabeled parts from supply
correctly.

c.  ensure that they are not list.

d.  ensure proper reinstallation.

22. When a technician is sent out to the flight
line to install a major unit in an aircraft,
he must be sure the unit is installed
properly: all unit mounts must be attached
and tightened down and safety wire must be
used in key areas where vibration and

16t is
